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The Ceerressor Station Te. Lo on the Gcratev-“orvow ras ripe Lin. 

vas abort 5C vm n-rthwast of “eratov and 25 km sovthoast of Atkarcl, 
1 to @ io from the ratlroad station in KReloprivovka, Savatoyv lest. 
The Sormres:or Station, covering an arna of 100 x OO metors, had 

a cooling. inst. llation, tro water basins, one water tower, one cumpin: 
station, gas tanks and ras sesari.tors, on® con -ressor house, a 
rower station, saveral woikshons, adcinietratioa huiidin nes, grrages 
and resicenbiel bulldine:, The pas tanks served Ter ran Liltering. 
The pumping station, tee corvrcs or house and Wie power station had 
sevrral euction as pressure rachines, Diesel units, light machines 
ard the necessary uressure regulators ard meaturing instrunents. 

Part of the machinery wos of Amei ican make. Sore machines mostly Che 
rotors and feaneratorg were manufactured by ada The construction 
of the stat on started immediately after the wu it was pub inte 
oparation in Decerber 1916. 
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